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Bulletin No. 15 


FROM PIPE LINETO . 


AIR HOSE 
AIR HOSE COUPLINGS 
AIR HOSE CLAMPS 
AIR HOSE NIPPLES 
AIR HOSE MENDERS 


CLEVELAND NEVER-SLIP CLAMP 


The “NEVER-SLIP” Hose Clamp was made in 
response to a universal demand for a secure and 
permanent method of attaching Hose to Coupling, 
Nipple and Mender. We guarantee that Hose 
will never “blow off” when “NEVER-SLIP” 
Clamps are used. 


Above cut shows application of “NEVER-SLIP” 
Clamp to BOWES’ HOSE COUPLING. 


“NEVER-SLIP” HOSE CLAMPS for 
“BOWES” HOSE COUPLINGS and 
CLEVELAND HOSE NIPPLES are 
made in the following sizes: 36-inch, 
¥%-inch, 34-inch, 1-inch and 14 inches. 


We also furnish dou- 
ble “NEVER-SLIP” 
Clamps for use with 
Stock Hose Menders 
in the following sizes: 
34-inch, %-inch, 34-inch, 1-inch. We carry at all times 
standard sizes of “Hose Menders” for immediate shipment. 


Prices on Application 


The Cleveland Pneumatic Tool Company 
. Cleveland, Ohio 


NEW YORK CHICAGO 
PITTSBURG ST. LOUIS 
PHILADELPHIA ATLANTA 
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BOWES’ AUTOMATIC 
AIR HOSE COUPLING 


“THE NEW BOWES” Coupling is now provided with a 
groove to admit the use of the “NEVER-SLIP” Hose Clamp. 
They are made with a heavier sleeve and body, but are still 
interchangeable with those now in use. 

All Couplings (hose or pipe ends) from '%-inch to 34-inch 
inclusive are interchangeable and take same size gasket. l-inch 
and 1'4-inches (hose or pipe ends) are interchangeable. 


Absolutely No Leakage 


The U Gasket Insures an Air-Tight Joint 


Over 750,000 


In use in up-to-date manufacturing plants 


Gasket easily removed or replaced. 
To replace gasket fold as per cut, insert 
wire holder and place in coupling. 


When making up an order refer to chart on opposite page, 
using both figures and symbol letters as shown beneath each 
coupling end. 


CLEVELAND HOSE NIPPLES 

@ In Brass are furnished in following sizes 
' fitted with groove for “NEVER-SLIP” 
Clamp: %-ineh Pipe to %-inch Hose, 
34-inch Pipe to 34-inch Hose, 1-inch Pipe to 1-inch Hose, 14-inch 
Pipe to 1%-inch Hose. Also Steel Hose Nipples %-inch Pipe to 
%-inch Hose, 34-inch Pipe to %-inch Hose without grooves. 


Prices on Application 


CLEVELAND HIGH PRESSURE 
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AIR HOSE 
We carry in stock for immediate shipment at Cleveland, New 
York, Philadelphia, St. Louis, AIR HOSE both plain and Armored 
in two brands:—“SUPERIOR” and “VERI-BEST.” 


‘““SUPERIOR”’ BRAND 


Our “SUPERIOR” brand of Hose is ‘six ply with a semi- 
oil-resisting inner tube; it is good quality and satisfactory in 
service; furnished ARMORED or PLAIN as required in the 
following sizes: 


36-inch, %-inch, 36-inch, 34-inch, 1-inch 


‘‘VERI-BEST”’ BRAND 


Our ‘“VERI-BEST” brand of Hose is extra heavy duck with 
a full OIL RESISTING inner tube; it is a better grade and some- 
what higher priced then the “SUPERIOR,” and is extra good value, 
furnished ARMORED or PLAIN as required in following sizes. 


34-inch 3 PLY 12 oz. DUCK 
%-inch 3 PLY 12 oz. DUCK 
54-inch 3 PLY 14 oz. DUCK 
34-inch 4 PLY 14 oz. DUCK 
l-inch 5 PLY 16 oz. DUCK 
14-inch 6 PLY 16 oz. DUCK 
1%-inch 6 PLY 18 oz. DUCK 


The “OVAL, ARMOR” used on both “SUPERIOR” and 
“VERI-BEST” brands of hose protects the Hose from injury 
while being dragged about over the floor in Foundry or Boiler 
Shop and adds but little to its weight. 


e Prices on Application. 


